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LECTRICITY has found a new job. Because of 
the favorable response to the adult-size electric 
blanket last year, General Electric is this year intro- 
ducing a crib-size blanket. No more piling the crib 
high and heavy with blankets when it’s cold outside. 
One blanket does the job, and does it automatically. 


This new appliance offers an opportunity for increas- 
ing off-peak load. Each electric blanket uses as much 
electricity as a 100-watt lamp burning from bedtime 
to breakfast. But it has a further significance to you. 
The electric blanket is a convincing good-will builder. 
Last year—in its first season—the new blanket sold 
to 1500 people without the help of advertising or 
aggressive promotion. It personalized your service as 
perhaps no other appliance has ever done before. 
Here are just a few of the many comments which 
came, unsolicited, from users: 


“1 do not know of any way in which the expendi- 
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ture of that amount of money will produce as much 
comfort.” 


“1 think the electric blanket is one of the best sleep- 
ing aids devised to date.” 


“A snap of the switch saves getting up to add more 
blankets during the night—or removing the excess 
one. No more icy sheets to crawl into. Light in weight 

-yet enough warmth for use on a warm night with- 
out the heat turned on—a controlled, even heat when 
turned on for all night.” 


This year, with the assistance of national advertising, 
the electric blanket will bring its personal service into 
thousands of new homes. And every friend it wins 
will be more inclined to turn over more domestic jobs 
to electricity —washing the dishes, tending the fur- 
nace, disposing of the garbage. This cumulative load 
extension by good appliances is one of the collateral 
benefits that result from your purchases of General 
Electric products. 
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Associated Gas & Electric Plans 
Vast Changes In Corporate System 


President Mange proposes in plan of integration to SEC that 112 
companies be eliminated — Will operate ‘Middle Atlantic” and 
“Southern” groups — Offers to sell some properties 


Changes of far-reaching effect in the 
corporate structure of Associated Gas 
& Electric System were proposed in the 
plan of integration filed last week with 
Chairman William O. Douglas of the 
SEC by John I. Mange, president of the 
utility. 

At the same time the plan was filed 
in Washington the company made 
public its contents, which call for the 
elimination of 112 companies through 
merger or consolidation and merger of 
operations into two major systems. The 
company was the first to announce its 
plan publicly. 


Will group units 


The comprehensive plan proposes 
grouping operating units into the “Mid- 
dle Atlantic” and “Southern” systems 
and the disposition of the scattered 
properties west of the Mississippi 
should the SEC so rule. When the 
plan is completed the Associated Sys- 
tem will have only three major utility 
holding companies, the Southeastern 
Electric & Gas, the NY PA NJ Utilities 
and Northeastern Water & Electric. 
The service units will be in the Associ- 
ated Utilities Corporation and the 
transportation properties in United 
Coach Company. The system will re- 
tain its foreign units in another group. 

The Middle Atlantic system will in- 
clude properties located substantially 
in the states of New York, Pennsyl- 
vania, New Jersey, Maryland, Dela- 
ware, Virginia and West Virginia. The 


Southern group will include the prop- 
erties now operating in the Carolinas, 
Georgia, Florida, Kentucky and Ten- 
nessee. 


Committee prepared plan 


Mr. Mange stated that “the obliga- 
tions and task imposed by the utility 
holding company act of 1935 upon reg- 
istered holding companies constitute 
the most important requirements ever 
decreed in the history of utility regula- 
tory legislation. It is therefore neces- 
sary to approach the duty resting upon 
the company, in the broadest spirit of 
willing purpose to comply with the 
obligations of the statute. It is in this 
spirit that the tentative plan of inte- 
gration and simplificaion presented has 
been developed.” 

The plan was prepared and _ sub- 
mitted to the board of directors by a 
committee composed of Frederick S. 
Burroughs, William A. Prendergast 
and Garrett A. Brownback, appointed 
by Mr. Mange on August 1], last. 

It was stated by Mr. Mange that 
“while the changes that would have to 
be effected in the readjustment of 
major holding companies are of a 
sweeping character, obedience to the 
law and a loyal respect for public opin- 
ion demand that the task be performed 
in the best of faith.” The company 
told the SEC that it welcomed the op- 
portunity to further this policy and was 
open to suggestions. 

The comprehensive plan calls for the 


elimination of intervening holding com- 
panies and the elimination or merger 
of the top units. Before the utility act 
was passed Associated was carrying 
through its plan of integrating its prop- 
erties and the simplification of its 
corporate structure. Of the 500 com- 
panies originally in the system there 
are only 172 left, and of this number 
112 are to go, which will leave the 
system with only 60 companies. 

One of the. major obstacles to over- 
come in the simplification process will 
be the “tremendous” cost for federal 
and state stamp taxes. “We strongly 
urge that the SEC, in fairness to the 
utility industry and its security hold- 
ers, use its efforts and influence to ob- 
tain the adoption by Congress of the 
entire recommendations of Senator 
Wheeler,” the company stated. Sena- 
tor Wheeler had proposed some time 
ago that consideration be given to the 
stamp tax situation as a means of en- 
couraging corporate simplification. 

Because of the completeness of the 
proposed plan of integration it is likely 
that Associated may be one of the first 
companies to be considered by the 


SEC. 


Rush Work on Power Dams 


Work is progressing on the power 
house that will use water from the 
Elephant Butte and Caballo dams. The 
Bureau of Reclamation stated that the 
work can be completed in eighteen 
months, but the transmission system 
must be planned on the basis of load 
distribution. This cannot be done until 
it is known what El Paso is going to 
do. If the city purchases the privately 
owned utility El Paso would use practi- 
cally the entire output of the plant— 
90,000,000 kw.-hr. annually of firm 
power. The transmission line to El 
Paso would be 125 miles long. 
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New England Power Association 
to Revamp Units Under Utility Act 


Chairman Comerford says aim toward simplification is for single 
holding company, one wholesaling unit in each state and miscellane- 
ous companies — Association has eliminated 21 units since 1930 


Chairman Frank D. Comerford of 
the New England Power Association 
drew a sharp focus upon integration 
trends on that system in a letter, made 
public last week, to Chairman Douglas 
of the Securities and Exchange Com- 
mission outlining the steps taken to 
conform to the requirements of the 
public utility holding company act and 
further steps which are in contempla- 
tion. 

Mr. Comerford pointed out that the 
system has been developed during its 
30 years as a single integrated set-up 
located in Massachusetts, Vermont, 
New Hampshire, Rhode Island and a 
small section of Connecticut. For sev- 
eral years the management has been 
working on corporate simplification, 
and a tentative program has been pre- 
pared to supplement what has already 
been achieved. 


Simplify corporate structure 


The aim through simplification pro- 
vides for a corporate structure con- 
sisting of a single holding company, a 
single wholesaling company for each 
state in which operations are main- 
tained, a single distributing company 
in each state (except in Massachusetts, 
where it is hoped to reduce gradually 
the number of distributing companies 
to the extent permitted by law and 
approved by the Department of Public 
Utilities), and miscellaneous companies 
such as the New England Power Serv- 
ice Company, the United Electric Rail- 
ways in Rhode Island and the Hartford 
Water Company (operating in Ver- 
mont and New Hampshire). As _ is 
probably well known in the industry, 
the above Service company is a cen- 
tralized executive and staff organization 
identified with the management of the 
various operating properties, with head- 
quarters at Boston. The New England 
Power Association is the parent holding 
company of the system today. 

Simplification of wholesale and dis- 
tributing utilities by states has been 
substantially accomplished except in 
Massachusetts. Here legal restrictions, 
commission requirements and local op- 
position to mergers have retarded such 
developments, so that there are still 38 
distributing utilities in the system in 


the Bay State and two important whole- 


saling companies (New England Power 
Company and the Eastern Massachus- 
etts Electric Company). Only one vot- 
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ing trust remains (Massachusetts Util- 
ities Associates) and this is marked for 
elimination. 

Since 1930 the association has elimi- 
nated through merger or sale 21 whole- 
sale or distributing companies in Mass- 
achusetts, four in Rhode Island, seven 
in Vermont and five in New Hampshire. 
Seventeen miscellaneous units have 
been dissolved, including five voting 
trusts, and others are headed for 
elimination. 


Will dissolve unit 


In 1936 two sub-holding companies 
were dissolved and this year all those 
of the Massachusetts Utilities Associ- 
ates have been done away with. It is 


Electric Revenues 
Rise, Nearing 1937 


Operations of the electric light and 
power industry increased in September 
over August, but continue to be slightly 
under the level of 1937 as to both out- 
put and revenue, according to the Edi- 
son Electric Institute. The total energy 
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generated was 9,334,033,000 kw.-hr., or 
4.4 per cent less than a year ago. In- 
cluding net purchases the total was 
9,766,669,000 kw.-hr., 3.7 per cent less 
than in September, 1937, and sales 
were 8,190,226,000 kw.-hr., as against 
8,642,630,000 kw.-hr. on a slightly dif- 
ferent classification. 


expected to present a plan of liquida- 
tion of the North Boston Lighting 
Properties to the SEC in a reasonable 
time. This holding company has long 
been identified with the control of the 
gas and electric utilities in the subur- 
ban cities and towns north of the Bos- 
ton Edison system which were formerly 
operated by the Tenney interests prior 
to their acquisition by the New Eng. 
land Power Association group. It is at 
present the only sub-holding company 
of the Massachusetts Power & Light 
Associates. 

The last-named corporation and 
the Massachusetts Utilities Associ- 
ates are to be liquidated upon com- 
pletion of the liquidation of the North 
Boston Lighting Properties and the 
Rhode Island Public Service Company. 

For more than two years efforts have 
been made to evolve a feasible plan 
acceptable to the commission for 
financing the liquidation of the out- 
standing minority interests of the 
Rhode Island company. When these 
steps are taken the simplification of the 
association’s holding companies will be 
complete. 


The greatest difference is in the 
group designated as “commercial and 
industrial” sales in the F.P.C. classifi- 
cation now used, which came to 5,785,- 
574,000 kw.-hr. The nearest comparable 
figure for September, 1937, in the E.E.I. 
classification, used heretofore, consists 
of the sum of small commercial (1,528,- 
194,000 kw.-hr.) and large commercial 
(4,933,647,000 kw.-hr.), totaling 6,461,- 
841,000 kw.-hr. On this basis there was 
a decrease of 10.5 per cent. 

In contrast with this decrease the 
residential or domestic sales, 1,610,- 
735,000 kw.-hr., show a gain of 8.3 per 
cent over the month in 1937 and a gain 
of 5.6 per cent on a “per customer” 
basis. 

Revenue of $183,712,900 from sales, 
excluding those to other utilities, was 
about 1.9 per cent greater than in 
August, but 1.1 per cent short of the 
revenue from ultimate consumers a year 
ago. In addition there was $2,234,700 of 
revenue from other sources for which 
no comparable 1937 figure is available. 


Kansas Gas Asks Further 
Hearings on FPC Ruling 


Kansas Gas & Electric Company 
has asked another rehearing on the 
Federal Power Commission’s order of 
December 1, 1936, which held that the 
company is a public utility subject to 
federal regulation and as such cannot 
apply for the approval of the main- 
tenance of permanent interstate electric 
connections for emergency use only 
under Section 202 (d) of the Federal 
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Power Act. The petition follows upon 
an opinion and order adopted by the 
commision on November 1, 1938, up- 
holding its order of December 1, 1936. 

The opinion and order of November 
1 reaffirmed the commission’s previous 
decision in the matter and held the 
company to be a public utility under 
Part II of the Federal Power Act by 
reason of its ownership and operation 
of facilities for the transmission and 
sale of the electric energy in inter- 
state commerce. 


Labor Board Rules Against 
Kansas City Power & Light 


The National Labor Relations Board 
has issued a proposed order requiring 
Kansas City Power & Light to dises- 
tablish the Association of Employees of 
the Kansas City Power & Light Com- 
pany, alleged company organization, 
and to cease giving effect to a closed 
shop contract made last year. 

The complaint against the utility was 
said to be based upon charges filed by 
the International Brotherhood of Elec- 
trical Workers, an A.F. of L. affiliate. 


Eicher Named to SEC 


Appointment of Representative Ed- 
ward C. Eicher, Iowa, to the Securities 
and Exchange Commission has aroused 
interest in some of the things for which 
he stands. He thinks the monopoly 
committee will render public service. 
He was a strong backer of the utility 
holding company act and the securi- 
ties act. Mr. Eicher was born in Noble. 
lowa, December 16, 1878. 


Plan of American Gas & Electric 
Would Maintain Present System 


President Tidd traces history of company in comprehensive plan filed 


with SEC — Says corporate structure and operations conform to spirit 


of utility act — Would set up main and two additional groups 


Back in 1906 American Gas & Elec- 
tric Company was formed by acquiring 
in one lot the securities, mostly com- 
mon stocks, of 22 utilities operating in 
Pennsylvania, Ohio, New Jersey, West 
Virginia, Indiana, Illinois and New 
York. In the intervening 32 years the 
company has acquired directly approxi- 
mately 145 other companies, which, in 
turn, had more than 75 subsidiaries. 
Thus, in the course of its history, 
American Gas & Electric has had in its 
system more than 220 subsidiaries. 

Throughout the years changes have 
been made in the corporate structure 
of the system leaving but 26 companies. 
These changes have been made _ by 
mergers and elimination of corporate 
identities. At the same time that the 
company was simplifying its corporate 
structure it was building up its terri- 
tory and spreading its services so that 
the public could enjoy an abundance 
of cheap electricity. 


An outstanding system 


Having been singled out during the 
Federal Trade Commission investiga- 
tion of the utility industry as an out- 
standing example of what a holding 
company system should be, the com- 
pany feels that it now complies with 
the spirit and intent of the utility act. 





oe 


. 


On this basis it filed with the SEC last 
week its formal plan of integration, 
proposing to keep the present system 
intact. 

The comprehensive plan filed with 
the SEC traces the history and forma- 
tion of the present operating units in 
the system. It shows the tremendous 
growth and expansion of utility service 
and the advancements made in power 
plants, transmission and distribution 
systems. Under the plan the company 
proposes to limit its operation to a 
principal integrated system and two 
additional systems. The properties in 
the “Central System” will be in Indi- 
ana, Ohio, West Virginia, Virginia and 
parts of certain adjoining states. 


Additional systems 


An additional system referred to as 
the “South Jersey System” comprises 
operations in Southern New Jersey. 

The other additional system referred 
to as the “Northeast Pennsylvania Sys- 
tem” comprises operations in North- 
eastern Pennsylvania. 

George N. Tidd, president, in the 
plan filed with SEC, urged the com- 
mission to continue the system as now 
constituted. It was said that it is an 
economic necessity from the standpoint 
of both investors and consumers and 
will constitute full compliance with the 
act. Further corporate simplification 
is proposed which will reduce the num- 
ber of companies from 26 to 22, 
practically all of which will be direct 
operating subsidiaries. 

In presenting its “formal” plan 
American Gas & Electric sets forth the 
manner in which the system was 
formed and then offers proof why it 
should be retained in its present set-up. 


* 
Seeks FPC Investigation 


Superior, Wis., Municipal Owner- 
ship League has instructed its attorney 
to make formal application to the Fed- 
eral Power Commission for an investi- 
gation into all contacts between the 
Superior Water, Light & Power Com- 
pany, the Northern Power Company 
and the Minnesota Power & Light Com- 
pany, which controls the St. Louis river 


NEW SEC MEMBER—Representative Edward C. Eicher of Iowa, recently appointed 
& member of the Securities and Exchange Commission, is shown being administered 
the oath of office by Francis P. Brassor, left, secretary of the commission. Chairman 
Villiam O. Douglas is in the center. Mr. Eicher was a strong backer of the utility act 


water power. Engineers have advised 
the league that the Superior utility is 
paying at least 50 per cent too much 
for wholesale power. 
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DISCUSS LIGHTING—Developments in lamps for commercial and industrial lighting 

practices were discussed at the meeting in Raleigh, N.C. of Hygrade Sylvania Cor- 

poration. L. to r.—C. G. Pyle, assistant sales manager of Hygrade Sylvania; S. P. 

Vecker, general sales manager of Carolina Power & Light; Lewis Gordon, central 
station manager of Hygrade Sylvania 


Douglas Happy Over 


Response of Utilities 


With SEC Chairman William O. 
Douglas well pleased with the practi- 
cally 100 per cent response of utility 
holding companies in filing tentative 
integration plans, the job seen ahead 
is one of discussion looking toward 
the remapping of the utility map of the 
country. 

Mr. Douglas announced last week 
that 64 top holding companies in the 
utility industry, including all the major 
systems, had given notice or filed tenta- 
tive plans or suggestions for voluntary 
compliance with the simplification pro- 
visions of the utility act. He said that 
this response surpassed all expecta- 
tions. Only two companies, British- 
American Utilities Corporation, with 
assets of about $100,000, and the Na- 
tional Fuel Gas Company, another 
small concern, failed to submit plans. 

It was indicated by Mr. Douglas that 
it might take five years to work out all 
the plans and put them in operation. 
He said that the plans would be con- 
fidential so that there would not be a 
mad scramble and competition for 
properties. 

The following is the list of utility 
companies filing plans of integration 
with the SEC: 

American Gas & Power Company, Amer- 
ican Power & Light, American States Util- 
ities Corporation, American Utilities Serv- 
ice Corporation, American Water Works & 
Electric Company, Inc., Arkansas Natural 
Gas Corporation, Associated Gas & Electric 
Company, Central Public Utility Corpora- 
tion, Central States Edison, Inc. 

Cities Service Power & Light Company, 
Citizens Public Service Company, Citi- 
zens Utilities Company. Colonial Utilities 
Corporation, Columbia Gas & Electric Cor- 
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poration, Commonwealth & Southern Cor- 
poration, Commonwealth Light & Power 
Company, Community Gas & Power Com- 
pany, Community Power & Light Company. 

Consolidated Electric & Gas Company, 
Crescent Public Service Company, East 
Coast Public Service Company, Eastern 
Utilities Associates, Electric Bond & Share 
Company, Electric Power & Light Corpora- 
tion, Engineers Public Service Company, 
Inc., Federal Light & Traction Company, 
Federal Water Service Corporation. 

Foster Petroleum Corporation, General 
Public Utilities, Inc., Great Lakes Utilities 
Company, Interstate Gas & Electric Com- 
pany, Lone Star Gas Corporation, Middle 
West Corporation, Midland United Com- 
pany, Midland Utilities Company. 

Mission Oil Company, National Gas & 
Electric Corporation, National Power & 
Light Company, National Public Utilities 
Corporation, New England Power Associa- 
tion, New England Public Service Com- 
pany, North American Company. 

North American Light & Power Com- 
pany, North American Gas & Electric 
Company, North Continent Utilities Cor- 
poration, Peoples Light & Power Company, 
Penn Western Gas & Electric Company, 
Republic Electric Power Corporation, Re- 
public Service Corporation, Sandar Corpora- 
tion, Southeast Power & Light Company, 
Southern Union Gas Company. 

Southwestern Development Company, 
Standard Gas & Electric Company, United 
Cities Utilities Company, United Corpora- 
tion, United Gas Improvement Company, 
United Light & Power Company, United 
Public Utilities Corporation, United Tele- 
phone & Electric Company, Utilities Power 
& Light Corporation, Utilities Stock & 
Bond Corporation, Walnut Electric & Gas 
Corporation, Washington & Suburban Com- 
pany. 


Votes $15,000 for Skagit 


A $15,000 additional appropriation 
for construction of a steel bridge across 
the Skagit River at the Gorge power 
plant has been approved by the Seattle 
City Council’s utilities committee. 





Lamp Progress Seen 
Changing Light Use 


Predictions that recent developments 
in lamps for commercial and industrial 
lighting purposes would soon revolu- 
tionize lighting practices in these fields 
were made by William Lowell, re. 
search engineer of the Hygrade Syl. 
vania Corporation, at a recent two- 
day sales meeting in Raleigh, N.C., of 
the company’s southeastern distribu- 
tors, at which many utility representa- 
tives were present. 

S. P. Vecker, general sales manager 
of Carolina Power & Light, declared 
that it was important that lamp dis- 
tributors and utilities work together to 
bring about a betterment of lighting 
in commercial and industrial estab- 
lishments. 

John Paul Lucas, general sales man- 
ager of Duke Power Company, stated 
that co-operation between the utilities 
and lamp manufacturers has done 
much to increase efficiency and _ pro- 
duction in stores and factories in the 
Southeast. This has been accom- 
plished, he said, through the applica- 
tion of modern lighting methods. 


Dr. Morgan Says TVA 


to Show Power Loss 


Predictions that the TVA’s power 
business would lose $3,156,852 annu- 
ally when its seven power dams are in 
full operation were made this week by 
Arthur E. Morgan, former chairman of 
the TVA, before the joint Congres- 
sional committee investigating the gov- 
ernment power agency. 

Dr. Morgan stated that when the 
seven dams go into full service the 
expenses will be $13,076,061 annually 
and unless rates are revised upward 
the annual income will be only $9,919, 
209. He also testified that farmers and 
others in the area were “oversold and 
required to buy hundreds of dollars of 
electrical equipment to make a good 
showing.” 

Through a “development surcharge’ 
industrial and commercial users of 
TVA power were “subsidizing domes- 
tic consumers” and that an amortiza- 
tion charge of from 25 cents to $1 per 
month does not show in TVA yard- 
stick rates, he declared. 

Dr. Morgan showed by his own study 
of the Mississippi yardstick communl- 
ties that eleven municipalities linked 
into TVA lost $167,237 in the past 
fiscal year instead of showing a $305. 
357 profit as reported by TVA. He said 
that TVA spent $1.04 on promotion for 
every dollar of increase in residential 
business, and in 1938 spent 87 cents for 
every dollar increase. 
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Nebraska Projects to Buy System 
of lowa-Nebraska Light & Power 


Utility asks Federal Power Commission for permission to sell facilities 
to public districts for $20,195,991 — Price is based upon earnings 
of company — REA makes four loans totaling $1,468,000 


The Iowa-Nebraska Light & Power 
Company, controlled by United Light 
& Power, this week applied to the Fed- 
eral Power Commission for permission 
to sell its facilities in Nebraska to the 
Central Nebraska Public Power and 
Irrigation District and the Loup River 
Public Power District for $20,195,991, 
of which the two districts will supply 
$17.370.112 and $2,825,879 respec- 
tively. 

Central Nebraska will take facilities 
south of the Platte River and the Loup 
will take those to the north. 


Sell all facilities 


The facilities in the sale include ten 
steam-generating plants, one internal 
combustion plant and twelve small 
hydro-electric plants, aggregating over 
40.000 kw.; 1.344 miles of transmission 
line; substations aggregating over 
50,000 kva., and distribution systems 
in 108 municipalities. The company 
supplies wholesale power to 27 munici- 
pal systems. 

The price to be paid for the electric 
facilities, which will be in cash, is 
based upon the earning power of the 
company as determined by an audit by 
Arthur Anderson & Company for the 
years ended June 30, 1936, 1937 and 
1938. J. D. Ross, Bonneville adminis- 
trator, was employed to analyze the 
audit and set the price. 

REA this week announced four loans 
to Nebraska projects totaling $1.468.- 
000 for 1,291 miles of rural line to 


serve 3,146 customers. 


Negotiate for loans 


Plans were reported nearing com- 
pletion this week for the offering of 
about $26,500,000 of Nebraska public 
power district revenue bonds. Banc- 
america-Blair Corporation (N. Y.) was 
expected to manage the offering syndi- 
cate. Two issues were expected— 
$21,500,000 would be for one district 
and $5,000,000 for the other. 

Last week the Public Works Ad- 
ministration, at the request of the two 
power districts, consented to the modi- 
fication of the indentures securing 
PWA loans to the districts, which 
Opened the way for them to borrow 
additional funds from private sources 
with which to purchase the facilities 
of existing utility companies in the 
state. It has been estimated that the 
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ultimate cost of these properties may 
exceed. $80,000,000. 

PWA has allotted the two projects 
—the Central Nebraska Public Power 
and Irrigation District (Tri-County) 
and the Loup River Public Power Dis- 
trict—a total of $48,800,000, of which 
$27,591,000 is in the form of loans 
secured by an indenture pledging all 
revenues of the districts, including 
those from properties subsequently ac- 
quired. This prior lien made it diffi- 
cult, if not impossible, for the districts 
to borrow money privately to finance 
the proposed acquisitions. 

Under the revised indentures the 
operations of the two districts will be 
nominally divided into two classes— 
sales of retail power to consumers and 
sales of wholesale power by the gen- 
erating plants at a guaranteed price 
per kilowatt-hour. Income from the 
former will be pledged (after paying 
for wholesale power) to the service of 
revenue bonds purchased by private 
capital; income from the wholesale 
power sales will be earmarked for in- 
terest and amortization of PWA bonds. 

A third district—the Platte Valley 
Public Power and Irrigation District 
(Sutherland)—is also tied in to the 
state-wide power marketing plan but 
is not involved in the present decision. 


It has received PWA allotments total- 
ing $11,226,000, of which $8,646,000 is 
in the form of loans. 


Utilities Present Urn 
to Nela Park Group 


Representing more than 170 lighting 
directors who attended the annual con- 
ference at Nela Park last May, How- 
ard M. Sharp of Niagara Hudson Pow- 
er Corporation, Buffalo, last week paid 
tribute to Nela Park’s progress in light- 
ing at a surprise meeting. 

Giving expression to the “respect and 
admiration” in which the utility light- 
ing directors hold Nela Park, Mr. 
Sharp presented a luminous urn sym- 
bolizing their sentiments. The legend 
encircling the urn read “1938 Light- 
ing Directors Conference.” J. E. Kew- 
ley, G.E. vice-president and general 
manager of the incandescent lamp de- 
partment, stated that the urn would be 
given a permanent place in the insti- 
tute and that the light in the urn would 
be kept burning perpetually. 

Among the utility men and others 
present at the surprise party were: 
R. B. Arnold, Cleveland Electric 
Illuminating Company; F. Y. Bright- 
man, Houston Light & Power Company, 
Houston, Texas; Rose Coakley, Toledo 
(Ohio) Edison Company; H. B. Gould, 
Ohio Edison Company, Youngstown; 
R. E. Hartenstein, Ohio Edison Com- 
pany, Akron; J. F. Parsons, Niagara 
Hudson Power Corporation, Buffalo; A. 
Wakefield, Wakefield Brass Company; 
H. H. Webb, Dayton Power & Light 
Company, Dayton, Ohio, and J. B. 
French, Dakota Power Company. 





URN EARNED—Utility lighting directors presented to Nela Park a luminous urn 


to r.—M. 


on its 25th anniversary. L. 


Luckiesh, director of Nela Park’s lighting 


research laboratories; Howard M. Sharp, Niagara Hudson Power; J. E. Kewley, G.E. 
vice-president and general manager of incandescent lamp department, and H. Freeman 
Barnes, sales promotion manager of the lamp department 
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Memphis Utility Rejects City’s Bid 


for All Gas and Power Facilities 


Cuts electric rates to TVA levels as “final” bid of $17,385,000 is 
considered unacceptable — O’Brien says Memphis Power & Light is 
willing to go through with $13,500,000 offer for power properties 


A test to determine whether a fed- 
eral-subsidized municipal power sys- 
tem, fed by government-subsidized 
TVA power, can outdo a _ privately 
operated utility looms, as Memphis 
Power & Light, subsidiary of National 
Power & Light, this week rejected the 
offer of the city to sell its electric and 
gas properties for $17,385,000, a price 
considered $11,491,000 short of  in- 
vestment in the properties. 

On September 30, last, the city and 
TVA agreed to purchase the electric 
facilities for $13,500,000. This price 
was attacked by political leader E. H. 
Crump, who had been on the outside 
during negotiations. Mr. Crump then 
proceeded to organize opposition and 
to steer a new offer by the city for 
all utility facilities in the city. 

A new proposal was submitted to the 
utility by the Board of Light and Water 
Commission on November 30, setting a 
price of $17,385,000 for the gas and 
electric business. This was termed a 
“final” bid and unless accepted a 
“knock-down” and “drag-out” battle 
would follow, a term used by Mr. 
Crump. 


Rejects “‘final’’ bid 


After considering the “final” bid, 
W. J. O’Brien, president of Memphis 
Power & Light, wrote the Board of 
Light and Water Commissioners that 
the company could not accept the bid 
by December 3, as it would have to be 
submitted for consideration of stock- 
holders of National Power & Light, 
which company owns all the common 
stock of the Memphis company. 

Mr. O’Brien said that the company 
was ready to accept the original bid of 
$13,500,000 for the electric properties 
and would continue to operate the gas 
facilities, which ‘could be expanded and 
yield a profit independent of the elec- 
tric facilities. He also stated that the 
$17,385,000 bid was $7,500,000 less than 
the value of the facilities, even if the 
company retained the transmission 
lines outside the city. 

With the rejection of the “final” bid 
of the city, the company announced 
that as of December 1 a reduction in 
electric rates to the basis charged by 
the city would be effective. This move 
was taken, Mr. O’Brien said, “in order 
to prevent the possibility of any loss 
to the people of Memphis during the 


8 (1664) 


time necessary to bring this matter to 
a conclusion.” He declared that the 
company was ready to negotiate imme- 
diately with the TVA for power re- 
quirements in the city and adjacent ter- 
ritory. 

This week the Board of Light and 
Water Commissioners informed the 
company that “if any destruction of 
the value of your securities results,” 
because the company had rejected the 
city’s “final bid,” then the responsi- 
bility would rest with the company. 
Not at all pleased with the turn of 
events, the city announced this week 
that it would immediately proceed with 
receiving bids for additional work on 
its municipal system to compete with 


_ the utility. 


Consolidated Edison 
Labor Pact Upheld 


A rebuke for ordering the abroga- 
tion of the contract between Consoli- 
dated Edison Company of New York, 
Inc.. and the International Brotherhood 
of Electrical Workers, an A.F. of L. 
affiliate, was handed the NLRB this 
week by the Supreme Court in its deci- 
sion on the labor case. 

The Supreme Court ruled the con- 
tract valid and held that although the 
company is intrastate in character, the 
federal government has jurisdiction be- 
cause some of its power is supplied to 
interstate activities. This part of the 
decision was considered by many as 
extending to the entire utility industry. 

Floyd L. Carlisle, chairman of Con- 
solidated Edison, informed employees 
that the company would comply with 
the ruling of the court and is having 
copies of the decision printed for dis- 
tribution to the employees. 


Consolidated Edison Sends 
Lighting Folder to Stores 


A sales folder illustrating commer- 
cial lighting has been sent to more than 
67,000 retail stores and restaurants by 
Consolidated Edison Company of New 
York, Inc. The folder points out the 
advantages of better commercial light- 
ing and the better way of displaying 
merchandise. Illustrations showed that 
several large department stores were 


able to increase illumination without 
any increase in wattage through em- 
ployment of modern lighting. 
Commercial establishments were told 
that it is expected that visitors to the 
New York World’s Fair are expected 


to spend $1,000,000,000. This com- 
pares with officials’ estimates of $770,- 
000,000 spent by visitors to the Chicago 
fair. The lighting campaign urges re- 
tail outlets to take advantage of better 
lighting to increase sales. 


Standard Gas Acts 


to Reacquire Unit 


Steps have been taken by Stand- 
ard Gas & Electric Company to reac: 
quire Public Utility Engineering & 
Service Corporation, the system’s serv- 
ice unit which is now wholly owned 
by the operating companies of the 
system. 

William J. Hagenah, president of the 
service corporation, announced the 
election of E. D. Uhlendorf as a vice- 
president and M. A. Morrison as sec- 
retary. At the same time the number 
of directors was reduced from fourteen 
to five. 

Mr. Hagenah stated that the retir- 
ing directors consisted of presidents of 
the utility operating companies in the 
Standard Gas system. These com- 
panies purchased the service corpora- 
tion in 1935 from Standard Gas & 
Electric. The service company was re- 
organized at that time as a mutually 
owned service company to provide 
services at cost. 

The reorganization of the service 
company board was made, Mr. 
Hagenah said, because negotiations are 
in progress for reacquiring the service 
company by Standard Gas & Electric 
as a wholly owned subsidiary. By 
such acquisition, he said, it is believed 
Standard Gas & Electric would be in 
a better position more fully to com- 
ply with the spirit of the Utility Act. 

On October 5, last, the service corpo- 
ration elected Mr. Hagenah as presi 
dent to succeed Bernard W. Lynch, 
who previously had been president of 
both the service unit and Standard 
Gas & Electric. Mr. Lynch remained 
president of Standard Gas & Electric. 
The change was made as a result of 
the reorganization of Standard Gas. 

The board of directors of Public 
Utility Engineering & Service Corpo- 
ration now consists of Mr. Hagenah, 
Henry C. Cummins, Bernard F. Bra- 
heney, Mr. Morrison and Mr. Uhlen- 
dorf, who has been executive engineer 
and is the only new member. Mr. 
Morrison will continue as treasurer. 
Mr. Cummins and Mr. Braheney con- 
tinue as vice-presidents. 
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NEW UNIT—Placing the rotor in the lower half of the turbine casing at the L Street station of Boston Edison. The new turbo- 
generator is rated at 25,000 kw. The turbine will operate at 1,200 lb., 900 deg. F. temperature, and 3,600 r.p.m. 








Boston Edison Unit 
Now Being Installed 


Boston Edison’s new high-pressure 
boiler and turbo-generator installation 
at the L Street station mark an interest- 
ing case of plant development which will 
provide increased capacity close to the 
system load center and a substantial 
gain in output without additional fuel 
consumption. The new turbo-generator 
is rated at 25,000 kw. The turbine 
will operate at 1,200 lb., 900 deg. F. 
temperature, running at 3,600 r.p.m., 
and will exhaust steam at 300 lb. to 
supply 20,000 kw. to existing units 
of the plant. The steam temperature 
of the exhaust will be at the proper 
level for economical utilization of these 
units, thus providing steam for 44,000 
kw. of capacity from the 300-lb. 
machines. 

The design also provides the option 
of exhausting steam without reheating 
or deheating to two 300-lb. pressure 
machines having a combined capacity 
of 30,000 kw. under full load. When 
exhausting to the 200-lb. units an addi- 
tional output of 5,000 kw. will be ob- 


tained from the high-pressure machine. 


Reject Merger Proposal 
of Pennsylvania Utility 


A proposal submitted by the York 
Railways Company, which called for 
the merger of the Edison Light & 
Power Company, the York Steam Heat- 
ing Company and the Metropolitan 
Edison Company, has been rejected, 
following a hearing by the Pennsyl- 
vania Public Utility Commission. 
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A portion of the plan which called 
for the extension of the maturity date 
on outstanding bonds for ten years 
until December 1, 1947, was approved. 
The commission pointed out that the 
merger feature of the reorganization 
plan was rejected because its pending 
rate case against Edison Light & 
Power involves a contingent liability 
for refunds which may conceivably be 
upward of a million dollars. 


English Municipal Plant 
Increases Customer Rates 


An increase of 10 per cent has been 
made on all electric bills rendered 
after September readings of meters by 
the London & Home Counties Joint 
Electricity Authority, English munic- 
ipal plant, according to report of the 
Public Utilities Association of West 
Virginia in its current issue of Public 
Utilities Association Report. The rate 
increase affects 125,000 customers. 

It was reported that the Electricity 
Commission felt it necessary to insist 
on the early balancing of the budget 
of this enterprise and in order to com- 
ply with this direction an increase of 
10 per cent in the charge for current, 
an imposition of prepayment meter 
rents at the rate of 10 shillings per 
year and a doubling in the rental 
charges for ranges have been made. 


Consolidated Office Robbed 


Four armed thugs invaded this week 
a branch office of the Consolidated 
Edison Company in New York, escap- 
ing with nearly $12,000 in cash and 
$4,000 in non-negotiable checks. 


Sales Drive Planned 
by Consumers Power 


Consumers Power Company will in- 
crease appliance sales activities in 
Adrian and Morenci, Mich., when it 
takes over the electric properties of 
Citizens Light’ & Power Company, for- 
mer units of Cities Service Power & 
Light Company. 

Consumers Power, Commonwealth & 
Southern subsidiary, plans to place its 
own rate schedules into effect in the 
territory, which will result in a saving 
of around $144,000 to consumers. 

Recently the company was authorized 
by the Michigan Public Utilities Com- 
mission to proceed with its plans to 
purchase Citizens Light & Power for 
$3,200,000. The commision authorized 
the isue of $2,000,000 of 25-year first 
mortgage, 3144 per cent bonds and the 
sale of 43,636 shares of common stock 
to Commonwealth & Southern for 
$1,200,000. 

. 


Electric Bond & Share Plan 


C. E. Groesbeck, chairman of Elec- 
tric Bond & Share, announced ten- 
tative plans of integration for all elec- 
tric operating utilities in the system. 
At the same time two system holding 
company affiliates, American Power & 
Light and Electric Power & Light, 
filed tentative plans. National Power 
& Light, another unit, failed to meet the 
“deadline” and requested an extension 
of time, explaining that its officials had 
been completely tied up for several 
months in negotiations with the TVA 
on the sale of its properties in the Ten- 
nessee Valley. 
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lilumination Group 


Holds N. Y. Meeting 


Election of officers, a change in the 
constitution and discussion of plans for 
the 1939 session of the International 
Commission on Illumination to be held 
in Holland next June were highlights 
of the annual meeting of the U. S. Na- 
tional Committee, held in New York 
recently. 

P. S. Millar of the Electrical Test- 
ing Laboratories, New York, was re- 
elected president; G. H. Stickney, East 
Orange, N. J., was re-elected secretary- 
treasurer; A. A. Brainerd, Philadelphia 
Electric Company, was elected to the 
newly created office of executive secre- 
tary. Other members of the executive 
sub-committee are: C. H. Sharp, A. C. 
Hardy and E. C. Crittenden. 

The constitution was amended to 
provide for an assistant secretary dur- 
ing Mr. Stickney’s absence from head- 
quarters. It was decided to designate 
the new office as executive secretary. 

Considerable time was devoted to dis- 
cussing plans for the meeting in Hol- 
land. The two secretariats assigned to 
the United States, namely, lighting edu- 
cation and lighting practice, have pre- 
pared unusually interesting reports. 


Chicago Electric Group 
Elects New Officers 


At the recent meeting of the board 
of directors of the Electric Association 
of Chicago Sam Rosenthal, vice-presi- 
dent of the Hyland Electrical Supply 
Company, was elected president for the 
coming year. J. N. Pierce, president 
Pierce Electric Company, was re- 
elected treasurer. A. A. Gray, man- 
ager of the Electric Association, re- 
mains secretary. 

Mr. Rosenthal has been a member 
of the board of directors as a repre- 
sentative of the wholesalers’ group for 
the past six years. He succeeds Fred 
T. Whiting, northwestern district man- 
ager, Westinghouse Electric & Manu- 
facturing Company, who has been pres- 
ident for the past two years. 


Plans Regional Meeting 


Announcement has been made _ by 
Howard F. Weeks, president of the 
Public Utilities Advertising Associa- 
tion, that a western regional conference 
will be held in Kansas Cty, Mo., on 
January 31. 


Employee Classes Resumed 


Classes in applied electricity held 
by the Puget sound Power & Light 
Company in Everett, Wash., during the 
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fall and winter season have been re- 
sumed following abandonment during 
the summer months. The classes are 
being conducted by Harry Tecklen- 


burg, superintendent of light and 
power, and approximately 35 em- 
ployees are attending the sessions, 


which are held Thursday and Friday 


of each week. 


Louisiana Society to Meet 


Louisiana Engineering Society is 
planning to hold its annual meeting 
jointly with the spring meeting of the 
American Society of Mechanical Engi- 
neers on February 23-25 at the St. 
Charles Hotel in New Orleans, La. 
Complete program will be issued in the 
near future. 


Leipzig Fair Dates Set 
The Leipzig Trade Fair will hold 


its next spring session from March 5 
to 13, inclusive. It will comprise more 
than 10,000 exhibits of the newest 
products of 34 of the leading producing 
countries, including the United States. 


Date Set for Kansas Meet 


Kansas City has been selected as 
the 1939 convention city for the Mis- 
souri Association of Public Utilities, 
it was announced recently by Chester 
C. Smith, president of the Kansas City 
Power & Light Company and president 
of the association. The convention is 


scheduled for April 19-21. 


eeltings 


Edison Electric Institute-American Gas As- 
sociation—Second annual accounting con- 
ference, Palmer House, Chicago, Ill., De- 
cember 12-14. 

American Association for the Advancement 
of Science—Winter meeting, Richmond, 
Va., December 27-31 

American Engineering Council — Annual 
meeting, Hotel Mayflower, Washington, 

. C., January 12-14. Frederick M. 
Feiker, executive secretary, 744 Jackson 
Place, Washington, D. C. 

American Society of Heating and Ventilat- 
ing Engineers—Annual meeting, Pitts- 
burgh, Pa., January 23-26. A. V. Hutch- 
a secretary, 51 Madison Avenue, New 

ork 


National Electrical Manufacturers Associa- 
tion — Mid-Winter Conference, Waldorf 
Astoria Hotel, New York, February 5-11. 
W. J. Donald, managing director, 155 
East 44th St., New York, es 

Louisiana Engineering Society — Annual 
meeting St. Charles Hotel, New Orleans, 
La., February 23-25. A. M. Hill, secre- 
tary-treasurer, St. Charles Hotel. 








National Power Show 
Draws Good Exhibits 


Electrical exhibits maintain their 
customary proportion of the arrays at 
the thirteenth National Power Show 
held this past week at Grand Central 
Palace in New York. In all there were 
about 275 exhibitors, mostly, however, 
devoted to the mechanical needs of 
power plant operation and _ mainte- 
nance. 

Most extensive among the electrical 
group was the Allis-Chalmers display 
featuring the model of the Port Wash- 
ington power plant, its high availability 
factor (98.1 per cent in 1936 and 97 
per cent in 1938), as well as its rec. 
ord of 10,800 B.t.u. per kilowatt-hour. 
A new device launched at the show 
was the synchro operator for remotely 
controlled automatic paralleling of un- 
attended alternators. 


New products 


Among other. new electrical products 
embraced in various exhibits were the 
following: Leeds & Northrup Company, 
the Morse-Newhall universal loop for 
locating circuit faults by d.c. and a 
frequency-time control instrument for 
single-source industrial plants; Ward- 
Leonard’s Autrastat lighting dimmer 
and a smooth voltage-regulator employ- 
ing the same basic scheme of sliding 
contact on  auto-transformer _ turns; 
Crocker-Wheeler’s new polyspeed a.c. 
motor and Benjamin Electric’s indus- 
trial reflector for fluorescent tube light- 
ing as well as an RLM silver bowl 
diffuser. 

Bull Dog Electric showed a traveling 
Benjamin fixture on the Universal 
Trol-E-Duct to provide movable light. 
Cutler-Hammer featured a motor con- 
trol valve-operating unit for ready 
seating and unseating of high-pressure 
valves, a new d.c. automatic motor 
started with definite-time acceleration 
fixed by condenser rate of discharge 
and a brake mechanism actuated by a 
motor-operated screw-jack device for 
applying brake band pressure. The 
American Engineering display attracted 
attention by a full-size model of a Tay- 
lor stoker section with latest form of 
tuyeres. 

Allen-Bradley offered a new line of 
ganged pressure switches embracing 
high and low pressure service and tem 
perature control; uniform flush or sur- 
face arrangement of push buttons, se- 
lector switches or pilot lights is 
afforded. Precision type limit switches 
were another recent product line. 0za- 
lid Corporation had new dry develop- 
ment blue-on-white, brown-on-white oF 
black-on-white printing machines with 
mercury-vapor lamp operating inputs UP 
to 3.7 kw., the largest giving a 22-ft- 


per-minute output of 42-in. wide prints. 
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{| AMATCH FOR OLD MAN WEATHER 


Old Man Weather tries many a trick to make a pole top pin fold up. 
He crashes into spans with roaring winds, and whipping conductors 
pull against pins with violent force. He burdens lines with heavy ice 
and pins carry the load. He jumps thermometers from freezing cold to 
scorching heat, causing unbalanced conducior tensions that add to the 
strains on pins. That is why Line Material Company engineers de- 
sign and build L-M Pole Top and Cross Arm Pins with one eye on Old 
Man Weather... why L-M Pins are rugged, rigid steel, heavily gal- 
vanized. Whether it is a pin, a clamp, a rack or any other item in the 
complete L-M line of Pole Line Construction Materials, you can specify 


it with full assurance that it is a real match for Old Man Weather. 


| LINE MATERIAL CO. 





— BENJAMIN ELECTRIC MFG. COMPANY 
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National Power $ 


Has Latest Engi 


Electrical manufacturers were prominently repre: 
sented among the 275 exhibitors at the thirteenth \a 
tional Power Show. held this week in New York. Majo 
developments in electrical and mechanical apparatus 
were illustrated, many by working models. Electrical 
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and power plant engineers and operators were muci 
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Corporation 


, . OW in New York 
‘intering Apparatus 


yre- | better production which eventually will mean lower 
\a- | operating costs. Power plant and maintenance develop- 
1JO! ments since last year attracted a great deal of attention. 


atus | Air-conditioning apparatus included the latest perfec- 


ical | tions in machinery to cool and preheat air. The large 
uch J attendance and the many splendid exhibits indicated the 
lop: ] keen interest by the public and industry in the ad- 


vancement made in electrical and mechanical apparatus. 
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IN THE CAUSE 
OF BETTER SERVICE 


Proper planning enables our Electric Utilities to pro- 
vide their excellent service in time to meet the increas- 
ing public demand. In the same manner, the equipment 
manufacturers anticipate the demands of every part of 
the plant. This is accomplished by constant laboratory 
research and development of production equipment. 
The Okonite Company is always ready with the right 
kind of cable equipment to meet new service demands. 
Its facilities, too, are constantly functioning in the cause 


of Better Service. 
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THE OKONITE COMPANY 


Founded 1878 
1938 Morks Our 60th Year of Service 


EXECUTIVE OFFICE: PASSAIC, NEW JERSEY 
(ONITE QUALITY CANNOT BE WRITTEN INTO A SPECIFICATIO 








| Output Sets New 
December Record 


6 Again registering a new high point 
e4 = for the year, 15,000,000 kw.-hr. greater 

than in the week preceding Thanks- 
y giving, the output of the electric light 

and power industry rose to 2,285,523,- 

‘i 000 kw.-hr. in the week ended Decem- 

ber 3, according to the Edison Electric 

Institute. The gain over 1937 in- 

creased further, to 6.2 per cent, and 
" the lead over 1936—the previous high 
year at this season—was maintained at 
approximately 2 per cent if the com- 
parison is made with the week after 
Thanksgiving. 

The new figure is an all-time high for 
any week in December. The previous 
record for this season was 2,278,303.- 
ee 000 kw.-hr. in the week of December 

12, 1936. With the trend still upward. 
operations are within 36,000,000 kw.- 
hr. of the maximum recorded in Sep- 


tember, 1937. 
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New England..... a +10.2 
Middle Atlantic + 6.1 + 5.8 + 2.2 
Central Industrial. + 5.3 + 4.6 -— 0.1 
West Central..... + 0.0 — 1.0 — 0.2 
Southern States... + 6.5 + 6.6 + 2.8 
Rocky Mountain. . + 3.1 + 4.6 — 2.2 
PR seecae< ss + 7.2 + 6.2 + 4.9 

United States. +62 + 5.7 + 2.1 


Billions of Kw-Hr. 
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In every region the output matched 
or exceeded last year’s. In New Eng- 
land the gain continued above 12 per 
cent. In the Middle Atlantic, Central 
Industrial and Pacific areas the gains 
increased over those of recent weeks. 








October Output Up 
4% Over September 


The production of electric energy for 
public use during October totaled 
9,966,736,000 kw.-hr., an increase of 3.8 
per cent over September and only 2 
Si per cent under that for October a year 
gee =6ago, according to the Federal Power 
ae Commission, which also reported that 
2B the normal change from September to 
October is a gain of 2.3 per cent. 

During October, electric railway, rail- 
road and other plants which generate 
principally for their own use produced 
243,615,000 kw.-hr., making a total pro- 
duction for October of 10,210,351,000 
kw.-hr. 

Total capacity of generating plants 
available for service as of November 1 
amounted to approximately 38,335,000 
kw. This is an increase reported during 
October of 143,000 kw. and an increase 
of 1,302,888 kw. since December 31, 
last year, as compared with an increase 
for all of 1937 of 565,060 kw. This 
figure includes plants owned by electric 
railways and railroads, federal and 
state organizations, as well as that por- 
tion of manufacturing plants allocated 
to the production of electric energy 
for public use. 
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The total stock of coal on hand at 
electric utility power plants on Novem- 
ber 1 was 9,478,108 tons, an increase 
of 1.6 per cent over October 1 and a 
decrease of 10.8 per cent from Novem- 
ber last year. During October electric 
utility power plants consumed approxi- 
mately 3,760,156 net tons of coal, of 
which 3,575,243 tons were bituminous 
coal and 184,913 tons were anthracite, 
increases of 6.9 per cent and 6.8 per 
cent, respectively, when compared with 
the previous month. 


Appliance-Financing Plan 
of Pennsylvania Utilities 


The Pennsylvania Public Utility 
Commission has approved, for a limited 
period only, the life of an agreement 
between Duquesne Light Company and 
Equitable Gas Company, affiliates, and 
Equitable Sales Company, an affiliated 
merchandising corporation. 

The agreement is for the period 
from January 1, 1938, to September 30, 
1939, and provides for the advance of 
money from time to time by the two 
utility companies to the appliance com- 
pany for the purpose of providing bail- 
ment leases for electric or gas appli- 
ances sold by either of the utilities. 
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Weekly Output, Millions Kw.-Hr. 
1938 1937 1936 


Dec. 3.2,286 Dec. 4..2,153 Nov. 28..2 
Nov. 26.2.184 Nov. 27..2 § Nov.2) .2, 
Nov. 19.2,270 Nov. 20..2,224 Nov. 14..2,170 
Nov. 12.2,209 Nov. 13..2,177 Nov. 7..2, 
Nov. 5.2,207 Nov. 6..2,202 Oct. 31.. 
Oct. 29.2,226 Oct. 30..2,255 Oct. 24..2,167 


Use of Topping Units 
Effects Fuel Saving 


Additional electrical power without 
the use of additional fuel can be ob- 
tained in many existing power plants 
by the application of either high- or 
low-pressure turbines to existing units, 
L. E. Newman, turbine specialist for 
General Electric Company, told the re- 
cent meeting of the Association of Lron 
and Steel Engineers. 

Mr. Newman stated that by 
ping” turbines with a _ high-pressure 
unit of 25 to 50 per cent more power 
can be obtained from the same quantity 
of fuel burned, and in the cases where 
waste steam is available at about at- 
mospheric pressure the additional low- 
pressure condensing turbines will gen- 
erate more power at no increase in fuel 
cost. 


“top- 


Topping turbines pay biggest divi- 
dends when the existing main pres- 
sure is low and fuel is expensive, ac- 
cording to Mr. Newman. He stated 
that a station with 20,000 kw. of 
condensing turbines operating with an 
initial steam pressure of 300 lb. could 
increase its capacity at least 37 per 
cent, or 7,400 kw., with the installa- 
tion of a 1,250-lb. superposed turbine. 
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N. L. Smith Made President 


of Utility Commissioners 


Nelson L. Smith, chairman of the 
New Hampshire Public Service Com- 
mission, was elected president of the 
National Association of Railroad and 
Utilities Commissioners at the recent 
convention in New Orleans, La. 

A native of Baltimore, Md., Mr. 
Smith received his education at Dart- 
mouth College, Amos Tuck School of 
Administration and Finance and the 
University of Michigan. He joined the 





Harris & Ewing 


staff of Dartmouth College in 1921 as 
instructor in economics, and later be- 
came professor of economics. 

Well known as an economist, Mr. 
Smith became a member of the New 
Hampshire Public Service Commission 
in 1933 and was made chairman in 
1934. He served as president (1935-36) 
of the New England Association of 
Utilities Commissioners and as a mem- 
ber of other regulatory bodies in New 
England. Mr. Smith is the author of 
“The Fair Rate of Return in Public 
Utility Regulation” and has contrib- 
uted articles and reviews on economics 
to many magazines. 


> DanieL Brown, formerly district 
sales manager for Coleman Lamp & 
Stove Company, Wichita, Kan., has 
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joined the staff of the Portland Gen- 
eral Electric Company to engage in 
the promotion of cooking and baking 
loads for the light and power sales 
division. Mr. Brown is succeeding A. K. 
Gaylord, who has taken a position with 
the F. S. Lang Manufacturing Com- 
pany, manufacturer of commercial 
electric ranges. 


> Greorce P. GaArpNerR, Jr., who re- 
cently became a director of the Gen- 
eral Electric Company, has resigned 
from the board of directors of the 
Boston Edison Company. 


> C. B. Rocers, who has been con- 
nected with the Georgia Power Com- 
pany at Columbus, has been trans- 
ferred to the Manchester district in the 
capacity of district engineer. 


> Rozert Rowe has been appoinetd 
manager of the Puget Sound Power & 
Light Company at Lynden to succeed 
Rospert Bow es, who has been trans- 
ferred to the meter and service depart- 
ment at Bellingham. 


> Frank HartNeEtTT was recently trans- 
ferred from the electric distribution de- 
partment of the Public Service Electric 
& Gas Company at Jersey City to the 
electric distribution department at Eliza- 


beth. 


> Epwarp J. Doyte, Jr., who has been 
connected with the statistical depart- 
ment of the Commonwealth Edison 
Company, is now associated with the 
power sales department in the capacity 
of power equipment sales engineer. He 
has been identified with the Chicago 
utility for the past two years. 


> W. O. Bates, Jr., who recently was 
transferred from the San Leandro, 
Calif., offices of Caterpillar Tractor 
Company, to become head of the patent 
department at Peoria, has been ap- 
pointed a vice-president of the com- 
pany. Donatp A. RosINsoN, treasurer, 
has been named general sales manager. 
Mr. Robinson has been associated with 
the company since 1926. He became 
assistant treasurer in 1933 and four 
years later was made treasurer. 


ABOUT PEOPLE 


R. E. Moody and D. G. Evans 
Given New Executive Duties 


Ralph E. Moody, formerly vice-presi- 
dent of the Wisconsin Gas & Electric 
Company, has been appointed executive 
vice-president and Donald G. Evans, 





R. E. Moody 


formerly general manager, has been 
named vice-president. S. B. Sherman, 
who has been serving as chief engi- 
neer, has been selected to succeed Mr. 
Evans. 

Mr. Moody became identified with 
the North American System following 


D. G. Evans 
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S. B. Sherman 


graduation from the University of Wis- 
consin, when he entered the employ 
of the Milwaukee Electric Railway & 
Light Company. After holding several 
minor positions he was made assistant 
research engineer in 1919 and one year 
later research engineer. Later he be- 
came assistant to S. B. Way, president. 
In 1932 Mr. Moody became affiliated 
with the Wisconsin properties of North 
American, at first with the Wisconsin- 
Michigan Power Company and then 
with the Wisconsin Gas & Electric 
Company. 

Mr. Evans was made general man- 
ager of the Wisconsin utility in 1937 
after having served as assistant gen- 
eral manager. He is a graduate of the 
University of Illinois and has been 
connected with Wisconsin Gas & Elec- 
tric since 1919. 

Mr. Sherman, the new general man- 
ager, has been chief engineer since 
1937. In this capacity he has been 
in charge of both the electrical and 
gas engineering departments. He is 
a graduate of the Armour Institute of 
Technology and has also been con- 
nected with the Wisconsin Gas & Elec- 
tric Company since 1919. 


>W. V. O’BriEN has been appointed 
assistant to the manager of the light- 
ing and cable division of the central 
station department, General Electric 
Company, Schenectady. The promotion 
transfers Mr. O’Brien from the cus- 
tomer division of the central station 
department. He has been associated 
with General Electric since 1922. 


> Wituiam H. T. Jones, system com- 
mercial manager of the Consolidated 
Edison Company of New York and 
formerly an assistant treasurer of the 
New York Edison Company, completed 
45 years of continuous service with the 
company and its predecessor companies 
on December 1. His associates made 
him a gift of a gold wrist watch. 
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E. D. Uhlendorf of Chicago 
Elected Vice-President 


E. D. Uhlendorf has been elected 
a vice-president and director of the 
Public Utility Engineering & Service 
Corporation, Chicago, and M. A. Mor- 
rison has been elected secretary, accord- 
ing to an announcement made by Wil- 
liam J. Hagenah, president. Mr. Uhlen- 
dorf has been executive engineer. As 
vice-president he will continue in this 
capacity, having direct supervision over 
all engineering activities. 

His experience in public utility ap- 
praisal work has involved properties in 
all sections of the United States. He 
has worked jointly with, and appeared 
before, a number of state utility com- 
missions, the Federal Power Commis- 
sion and various municipal governing 
bodies. He has had charge of a large 
number of appraisal projects for rate 
making, security issues, etc., and has 
appeared as expert witness before a 
number of courts and commissions. 

Mr. Uhlendorf has been associated 
continuously with Public Utility Engi- 





neering & Service Corporation and its 
predecessor company since 1911, with 
the exception of a three-year period dur- 
ing which he was engaged in special 
public utility valuation work. He is a 
member of the American Institute of 
Electrical Engineers and other engi- 
neering societies. 

Mr. Morrison has been treasurer of 
the corporation, which position he will 
retain. 


> H. Davis, formerly connected with 
the Puget Sound Power & Light Com- 
pany at Everett, has been transferred 
to Puyallup as distribution engineer. 


> J. Carvin HILL, statistician for the 
Indiana Service Corporation, Fort 
Wayne, for more than two years, has 
been named assistant secretary of the 
company. In this capacity Mr. Hill 
will serve as executive assistant to the 


president of the company, W. Marshall 
Dale. Mr. Hill has been in the public 
utility industry since his graduation 
from Purdue University in 1929. 


> Joun M. Wuoutey of Cambridge, 
Mass., has been appointed a _ board 
member of the Massachusetts Depart- 
ment of Public Utilities by Gov. Charles 
F. Hurley, to succeed Leo H. Leary. 
Mr. Whouley has lately been a mem- 
ber of the state milk control board. 


OBITUARY 


Sir Thomas Callender 


Sir Thomas O. Callender, known as 
the “Cable King” of England and 
founder of Callender’s Cable & Con- 
struction Company, died December 2 
in Kent, at the age of 83. Sir Thomas 
had been associated with the British 
electrical industry from its very com- 
mencement and, especially in regard to 
high-tension distribution, had been one 
of the pioneers and leaders. Experi- 
ments carried out by him and his 
brothers led to the discovery of the 
insulating product known as vulcanized 
bitumen. This product was patented in 
1881. In 1882 a company was formed 
to manufacture insulated wires and 
cables and generally develop vulcan- 
ized bitumen as an insulator, and dur- 
ing the next few years a large propor- 
tion of the early underground mains 
in London and the provinces were man- 
ufactured and laid down by the Cal- 
lender company. Sir Thomas was one 
of Great Britain’s outstanding indus- 
trialists. He was a director in a large 
number of enterprises, including sev- 
eral of the great power companies ot 
great Britain. 


> Joun W. RANDALL, president of the 
Capitol Electric Supply Company, Con- 
cord, N. H., died recently, at the age 
of 38. 


> Greorce M. Savace, who was promi- 
nently identified with the development 
of Tacoma’s municipally owned hydro- 
electric power system, died at his home 
in that city November 11. Mr. Savage 
was 73 years of age. 


> Cuartes F. SmiruH, chairman of the 
board of directors of Landers, Frary & 
Clark for the past twenty years and 
prior to that its president for eighteen 
years, died December 4 at his home in 
New Britain, Conn., after a week’s ill- 
ness. His age was 77. Mr. Smith was 
born in Newington, Conn., but lived 
in New Britain from boyhood. He spent 
his entire business career with Landers, 
Frary & Clark. He served on the direc- 
torate of several other corporations. 
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Allis-Chalmers Gets 
Orders for Turbines 


Activity in the electrical department 
of Allis-Chalmers Manufacturing Com- 
pany is due for an increase following 
the receipt of several large orders for 
turbines. 

Recently the company was awarded 
a contract for the turbines for the 
Santee-Cooper power project at 
Charleston, S.C. The contract totals 
$934,000. 

The company reports orders for two 
waterwheel generators from Central 
Nebraska Public Power & Irrigations 
Company to cost about $260,000. 
Contract for five generators for fed- 
eral power projects, three going to 
Elephant Butte power plant on the Rio 
Grande-New Mexico project and two 
to the Green Mountain power project 
in Colorado, has been received. 


Uptrend in Cleaner Sales 
Continues During October 


Household electrical vacuum cleaner 
sales in October marked the third con- 
secutive month of a continued uptrend, 
totaling 119,805, compared with 102,- 
014 in September and 90,557 in August. 
October sales were 8.7 per cent below 
those for October, 1937. The gap be- 
tween 1937 figures is being narrowed 
steadily, as the industry’s sales for the 
ten months of this year, 1,060,214, are 
27 per cent below the similar period 
of 1937. 

Buying continues predominantly in 
the upper price levels, according to the 
figures reported by C. G. Frantz, execu- 
tive secretary of the Vacuum Cleaner 
Manufacturers’ Association. 


Declare Common Dividends 


Electrical manufacturing companies 
have recently declared dividends on the 
common stock as follows: 

Square D, final dividend of 30 cents, 
making disbursements of 75 cents for the 
year, against $2 paid in 1937. 

Weston Electrical Instrument, 50 cents, 
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the first payment since 25 cents was dis- 
bursed on December 20, 1937. 

Sangamo Electric, 45 cents, making a 
total of $1 paid on the stock this year. 

James R. Kearney, 124% cents December 
15 to holders of record December 5, and 
the regular semi-annual of 75 cents on 
the preferred payable January 1 to holders 
of record December 15. The common dis- 
bursement is the same as paid in the pre- 
ceding quarters. 


Kuhlman Purchases 
Detroit Furnace Co. 


Kuhlman Electric Company has pur- 
chased the Detroit Electric Furnace 
business and will hereafter operate it 
as the Detroit Electric Furnace, divi- 
sion of Kuhlman Electric Company, 
Bay City, Mich. The same sales, serv- 
ice and production personnel which 
have been with the company for many 
years will continue in the conduct of 
the company’s business under the direc- 
tion of A. E. Rhoads. Transference 
of the company’s offices, machine shop, 
experimental equipment and _ parts 
stock to Bay City will be accomplished 
without delay. 

Detroit Electric Furnace Company at 
present reports a substantial back-log 
of furnace orders on hand. Several of 
these will be completed and shipped 
from Detroit; the remainder will be 
built on schedule and shipped from 
Bay City early in 1939. 


Supply Contracts Awarded 
by Governmental Agencies 


Among the supply contracts recently 
awarded by federal agencies to elec- 
trical manufacturing and allied com- 
panies are the following: 


Weston Electrical Instrument Corpora- 
tion, War Department, ammeters, $12,328. 

Worthington Pump & Machinery Cor- 
poration, War Department, pumping units, 
$185,467. 

DeLaval Steam Turbine Company, Navy, 
pumps, $81,858. 

Westinghouse Electric & Manufacturing 
Company, Navy, electric lamps, $10,500. 

John A. Roebling’s Sons Company, War, 
wire, cable and reels, $24,316. 


AND MARKETS 


Refrigerator Sales 
Decline in October 


Domestic sales of electric household 
refrigerators during the month of Octo- 
ber totaled 32,044 units, as compared 
with 57,985 units in September and 
63,111 units in October, 1937, accord- 
ing to a report issued by the National 
Electrical Manufacturers Association, 
based on returns received from seven- 
teen -companies. For the ten-month 
period ended October domestic sales 
amounted to 1,117,265, compared with 
2,017,991 for the similar period of 
1937. 

World sales in October totaled 
44,683 units, compared with 72,050 
units in September and 72,490 units 
in October, 1937. For the ten-month 
period world sales amounted to 1,266,- 
554, compared with 2,189,102 for the 
similar period of 1937. 


Electrical Manufacturers’ 
Sales Increase in October 


Manufacturers’ sales of electrical 
machinery, apparatus and supplies dur- 
ing October, as reported by 100 firms, 
totaled $26,275,000, a gain of 6.8 per 
cent over September and a decrease of 
16.4 per cent from October a year ago, 
according to the Department of Com- 
merce. 

During October total industry sales, 
as reported by 1,590 firms, amounted 
to $314,265,000, a decrease of 1 per 
cent from September and of 12.2 per 
cent from October last year. 


Good Business Ahead Seen 
by Westinghouse Economist 


Studies of basic factors, from which 
forecasts of industrial activity may be 
made, promise an extended period of 
relatively good business, Frank D. New- 
bury, economist for Westinghouse Elec- 
tric & Manufacturing Company, told 
the Economists Club of Yale University 
last week. 

Mr. Newbury stated that not since 
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the recovery from the 1921 depression 
has there been a time when underlying 
conditions have been so _ favorable. 
“Our current optimism is only quali- 
fied by knowledge that the extent of 
the indicated upswing will be deter- 
mined largely by actual expenditures in 
the lines of activity we are watching,” 
he declared. “These include new 
security issues, exports, building con- 
tracts and federal deficit spending.” 


Manufacturers Make 
Sales Appointments 


Electrical manufacturing companies 
have recently announced the following 
additions to their sales staffs: 


Allen-Bradley Company has appointed 
the Industrial Machinery Company, Great 
Falls, Mont., to handle its line of motor 
control equipment in the Montana and 
northern Idaho territories. West L. Powell 
is in charge. Paul R. Urich, Erie, Pa., 
has been appointed representative in the 
Erie territory. 

Locke Insulator Corporation has ap: 
pointed Daniel S. Healey, Jr., district 
manager in the Columbus, Ohio, district. 

Combustion Engineering Company, Inc., 
has opened its own branch office in Bir- 
mingham, Ala., under the direction of 
J. B. Emory as district manager, assisted 
by W. E. Johnson. Mr. Emory has been 
associated with Combustion Engineering 
Company for several years in shop man- 
agement and sales capacities and Mr. 
Johnson has long been identified with the 
sales of the company’s equipment in the 
Birmingham territory. 


Tells of Welding Practices 


C. J. Jennings, in charge of welding 
research, Westinghouse Electric & 
Manufacturing Company, recently ad- 
dressed the Milwaukee chapter of the 
American Welding Society on “Weld- 
ing Practice in Europe and America.” 


Emerson Report Shows Loss 


Emerson Electric Manufacturing 
Company for the year to October 1, 
reports net loss of $117,454, contrasted 
with net profit in the preceding year 
of $157,381, equal, after preferred divi- 
dends, to 31 cents each on 310,014 
common shares. 





New York Metal Prices 


Nov. 29, 1938 Dec. 7, 1938 


Cents per Cents per 

Pound Pound 
Copper electrolytic.... 11.25* 11.25* 
Lead Am. S. & R. price. 5.10 4.85 
Antimony............ 12.25 11.75 
Nickel ingot.......... 35.00 35.00 
SO cdicdncesens 5.14 4.89 
Tin straits............ 45.625 46.50 
Aluminum, 99 percent. 20.00 20.00 


* Delivered Connecticut Valley. 
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Field Reports on Business 


Expanding construction activity has encouraged business leaders with the 
prospects that the heavy industries may increase operations from this point 
on. Utility budgets have not been completed, but indications are that more 


than 1,000,000 kw. of generating capacity will be installed next year. 


Large 


funds will be appropriated for distribution and transmission facilities. 


NEW YORK 


The Christmas shopping season has been 
ushered in with merchants displaying a 
good stock of merchandise. Retail stores 
report large crowds looking for bargains. 
Sales are likely to exceed those of last 
year. Household e'ectrical appliances are 
being featured with emphasis being made 
to “give electrically.” 

Consolidated Edison is preparing for a 
major mechanical refrigeration drive be- 
ginning the first of the year. It is expected 
that the new units will be specially priced 
to win consumer demand. The present 
packaged sale, of an iron, lamp, toaster 
and radio, has been far above expecta- 
tions. 

It now appears that the volume of 
utility construction next year will depend 
large'y upon the course of the govern- 
ment’s power program. The _ tentative 
plans of system integration filed by the 
holding companies with the SEC leave 
many systems in a position of not knowing 
what operating units the commission will 
order to be sold. 

The demand for high-grade utility se- 
curities has encouraged some companies to 
reopen considerations looking toward fur- 
ther financing. The sale of North Ameri- 
can common stock by a syndicate for Har- 
rison Williams interests went over in fine 
shape this week. The investment demand 
was good and the stock immediately went 
above the $21.25 offering price. 

The rejection of the bid of the city of 
Memphis for the utility properties there 
and the asking for bids for the municipal 
system were considered discouraging. The 
turn of events is likely to make the Ad- 
ministration more hostile toward the utili- 
ties, 


NEW ENGLAND 


Studies for the expansion of power gen- 
eration tacilities proposed for several mu- 
nicipal plants in this district are engaging 
the attention of engineers; heavy electrical 
machinery sales are slackening and small 
motor orders are confined for the most part 
to single units. A slight upward turn is 
reported among machine tool manufac- 
turers in this district; one well-known 
manufacturer records an increase in do- 
mestic orders for the current, month as 
compared with October. 

Small switch and control apparatus sales 
are in good volume; much of the pricing 
at the present is in answer to inquiries 
from contractors who have a large volume 
of institutional buildings to bid on. Re- 
cently electrical wiring contracts involving 
more than $22,000 were. let in the Boston 
area; wiring and lighting equipment orders 
amounting to about $9,500 were received 
from local shipyards in this area by one 
manufacturer. The Central Vermont Public 
Service and Twin State companies have 
built 223 miles of new rural distribution 
lines in the past 2.5 years, serving 1,000 
additional customers and costing about 
$290,000. The city of Boston has advertised 
for bids for a large quantity of electric 
lamps for use in the public school system. 


Special holiday lighting effects are being 
widely considered in this district. 

Merchandising in the Boston area is 
spotty; minor appliances lead in holiday 
trade interest. In Vermont, on the other 
hand, sales of domestic appliances continue 
to hold up well; Bennington bought 30 re- 
frigerators and twelve electric ranges dur- 
ing one week of November. 


CHICAGO 


Rising steadily during November, busi- 
ness activity throughout this area has 
reached the high point for the year, many 
lines surpassing the level attained a year 
ago. The outlook for holiday trade is es- 
pecially gratifying and present indications 
are for a volume substantially greater than 
in 1937. Employment and payrolls have 
recorded sharp gains in the last two months, 
particularly in the manufacturing indus- 
tries. 

Expanding activity in construction work 
is encouraging. Residential building in 
November was three times as large as in 
the same month last year. In addition to 
increased private building, the government 
has approved the contract for a $8,674,000 
housing project. Industrial construction 
is increasing rapidly. 

Orders for electrical equipment con- 
tinue to show steady improvement. Indus- 
trial lighting equipment sales show sub- 
stantial gains. The city plans to install 
high-intensity street lighting throughout 
the Loop area, which will cost approxi- 
mately $570,000. Large household appli- 
ances are still lagging and average 40 per 
cent below last year. Electric range in- 
stallations have picked up during the last 
few weeks. 


PACIFIC COAST 


November electrical business was disap- 
pointing because in most sections dealers 
refused to commit themselves beyond their 
original holiday stock orders which had 
been billed in October. Their own custom- 
ers, however, are buying well, so that 
wholesalers are predicting two December 
reorders. This poor business from dealers 
during November was somewhat equalized 
by good business from contractors because 
of dry weather, many large awards and a 
sizable FHA nucleus. For example, San 
Francisco’s November volume of building 
permits was $3,837,000, of which frame 
structures and school buildings were each 
one-third. This figure was three times that 
of November, 1937, and brought the eleven 
months total to 10 per cent above last 
year’s. 

The $1,000,000 San Francisco Junior 
College is expected to produce a $145,000 
electrical contract. Recent industrial busi- 
ness has included 66 motors, value $4,000; 
a $3,500 thruster, $3,000 dredging cable, 
$5,000 of geared motors and an $8,000 
switchboard for a construction company. 
There is considerable market uncertainty 
over rapid fluctuations in such staples as 
rigid iron conduit, but the trend is for 
higher prices and consequent comparative 
stability. 
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Utility Stocks and Bonds Lose Ground 


1931 1932 1933 1934 1935 1936 1937 J FMAM4J July Aug.Sept.Oct. Nov. Dec. 
1938 1938 


Slight changes in the price of electric light and power stocks, some gains and some 
losses, carried the “Electrical World” index this week down to 28.3 from 28.6 last 
week. The bond index showed a fractional loss, 103.2; last week, 103.4 


SEC Registrations 
Filed by Utilities 
Consumers Power Company has filed 
a registration statement with the SEC 
covering $10,168,000 of 314 per cent 


first mortgage bonds, series of 1936, 
due November 1, 1966. 

Among the other companiés which 
have recently filed statements with the 
commission are the following: 


Hearing has been called for December 
10 on an amended declaration by the 
Monongahela West Penn Public Service 
Company for issuance of 200,000 shares 
of $15 par value common capital stock to 
the American Water Works & Electric 
Company, Inc., of which it is a subsidiary, 
for $3,000,000. The declaration proposes a 
reduction of the par value of the common 
capital stock from $25 to $15 a share. 

Another hearing by the SEC will be 
held December 21 on a declaration by the 
American Gas & Electric Service Corpora- 
tion in which it proposes to form and op- 
erate a subsidiary service company for 
the American Gas & Electric System. 

Pennsylvania Power Company has filed 
a registration statement covering 42,000 
shares of $5 no-par value cumulative pre- 
ferred stock. 

Public hearing has been set for Decem- 
ber 12 on the application of the New York 


State Electric & Gas Corporation for ex- 
emption from the requirement of filing a 
declaration in connection with the issuance 
of $14,000,000 of 4 per cent first mortgage 
bonds due in 1965. 

Columbus & Southern Ohio Electric 
Company has filed an application with 
the SEC asking exemption from declara- 
tion requirements regarding issuance of 
$2,000,000 of 314 per cent first mortgage 
and collateral trust bonds due 1968. 

SEC has granted the application of the 
Blacksone Valley Gas & Electric Company 
for exemption from the requirements of 
filing a declaration in regard to the issue 
and sale of $4,000,000 of its 344 per cent 
collateral trust bonds. 

Community Power & Light Company and 
its subsidiaries, Southwestern Electric 
Company, Kansas Utilities Company, Mis- 
souri Utilities Company and Texas-New 
Mexico Utilities Company, have filed dec- 
larations with the SEC in connection with 
the issuance of collateral promissory notes 
aggregating $4,000,000. 

Federal Light & Traction Company has 
filed a declaration with the SEC covering 
$1,500,000 of 2-3 per cent promissory 
notes due 1939 to 1941. 


Orders Associated Data 


SEC has issued an order directing 
the Associated Gas & Electric Com- 
pany to file with it, not later than 











Utility Report (Earnings) 


Net Income 
93 


1938 1937 
*American G. & E. 
a eee ae $11,821,879 $13,417,067 
t*Associated G. & E. 
WE -eesccccnss 35,004,778 35,780,329 
*American Pwr. & Lt. 
OG WOE. os dckcess 9,564,427 11,274,470 


*Electric Pwr. & Lt. 

Le 
*United Gas and subs. 
*Duquesne Light..... 


4,838,554 9,497,778 
5,822,438 11,097,492 
8,952,021 10,378,134 


*Oklahboma G. & E.. 2,405,638 2,762,151 
*San Diego Cons. G. 
ucts sewute se koe 1,369,761 1,356,837 
*The California Ore- 
Serre 891,415 1,029,714 
*Pennsylvania Pwr. & 
By Sets a Zieh Shh w 2G 7,750,247 = 8,151,206 


Water Pwr. & subs. 
tAmerican & Foreign 
Pwr. and subs...... 


2,374,710 2,724,846 
5,860,315 6,666,190 
*Twelve months ended October 31. 


+Twelve months ended September 30. 
tOperating income (preliminary). 





December 17, a statement containing 
the investments of itself and each of 
its subsidiaries. The request was made, 
according to the commission, in order 
that the commission in the _ per- 
formance of its duties under the hold- 
ing company act might obtain informa- 
tion regarding the business, financial 
conditions and practices of various 
cwmpanies in the system. 


e 
November Financing 


Totals $59,014,800 


New offerings of electric light and 
power securities during the month of 
November totaled $59,014,800, as com- 
pared with $246,400,000 (revised) in 
October and $5,000,000 in November. 
1937. The new financing in November 
was almost entirely for refunding pur- 
poses. 

November brought the _ eleven- 
month period to a close with a total 
of $851,535,600, compared with $636.- 
557,394 for the similar period of 1937. 

Issues now on file with the SEC in- 
dicate a fairly active period of new 
financing during the remainder of the 
year. 



































New Issues of Electric Light and Power Securities in November 








< zs P Cent 
Name of Company Vales) — Period Class Purpose — Price TVield 
Madison (Wis.) Gas & 
SR Grakt ass tiwenc hae $1,000,000 | Placed | 22 First mortgage bonds. ...}| To reimburse company for expenditures 
privately| on property and corporate purposes... . 4 109 . 87. 3.41 
Connecticut Light & Power! 15,000,000 | Placed 30 First and refunding mort- 
privately gage bonds, series H ...| Refunding and to provide additional work- 
a ee ae 3% 104.9 3.00 
Commonwealth Edison....| 25,234,800 | Stock- 21 Convertible debentures...) Refunding..........cccccecccccccccces 3% 100 3.50 
holders 
Blackstone Valley Gas & 
| Re ee 4,000,000 | Public 30 Mortgage and collateral 
trust bonds, series D...| Refunding and for additions............ 3% 1043 3.24 
Union Electric Co. of iz 
| Eee 13,780,000 | Stock- | ...... Preferred stock.......... Payment of bank loans................- 5 106 4.71 








_— 


a eS RT \$59,014,800 
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SMALL Power Motrors—Permanent split 
capacitor motors are offered by the Ohio 
Electric Manufacturing Company, Cleve- 
land, Ohio, for applications which do not 
require excessive starting torque, in ratings 
from 1/150 to 1/20 hp., with speeds of 
850, 1,700 or 3,400 r.p.m. Model illus- 
trated measures 3%4 in. square by 414 in. 
long, operates vertically (shaft down) and 
is used to circulate water in hot water 
heating systems. It is rated 1/100 hp. at 
1,700 r.p.m., delivers a start torque of 
0.75 oz.-ft., equal to 150 per cent full load, 
and a maximum running torque of 2.5 
oz.-ft. At full load current is 0.35 amp. at 
110 volts. 


FLUORESCENT FixturE—Eighty feet of 
fluorescent luminous tubing are used in the 
new lighting fixture offered by Visaulite 
Corporation, Lima, Ohio. Three sizes are 
offered, in 200- and 300-watt ratings, for 
operation on 110 volts, 60-cycle, single- 
phase, a.c. The fixture is said to provide 
an intensity of 100 ft.-candles over a rela- 
tively large area and to start instantly. 
Suggested applications include color match- 
ing and inspection work in addition to 
service where high-intensity illumination is 
required or wanted. 


FLUORESCENT ACCEssoRIES—For use with 
the new fluorescent lamps, Wilson Lighting 
Company, Chicago, Ill., has brought out a 
line of wiring channel; General Electric 
appliance and merchandise department, 
Bridgeport, Conn., and Bryant Electric 
Company, also of Bridgeport, have an- 
nounced flourescent lampholders for use 
with the 1- and 144-in. lamps. The wiring 
channel is offered in standard lengths for 
use with the 18-, 24- and 36-in. length 
lamps and is of the proper size for mount- 
ing the auxiliary reactance within the chan- 
nel, directly under each lamp, to simplify 
wiring and installation. 


Fuet Consumption Meter—Electric util- 
ities, as well as other truck fleet operators, 
are provided with a device for checking 
fuel consumption in the “Akraflo” meter 
developed by S. F. Bowser & Company, Inc., 
Fort Wayne, Ind. The device combines a 
displacement meter and recording dial; on 
the standard model this dial is integral 
with the meter; an electric-type (6 volts, 
dc.) remote dial is also offered where 
readings are wanted at a point distant 
from the meter. 


FURNACE CLEANER—For removing soot 
and fly ash from furnaces, chimneys and 
boilers, the Carl E. Swift Corporation, 
Holland, Mich., has developed a suction 
cleaner, mounted on a trailer and pow- 
ered by electricity. It is driven by a 
General Electric 1,725-r.p.m. a.c. repulsion- 
induction motor. Two sets of fan blades 
are used, one straight and one curved. The 
Straight blades are of small diameter, 
arranged so that high velocity may be 
obtained at the intake with low power 
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input. The curved blades, of larger diame- 
ter, pick up the air, discharging it through 
an orifice of such dimensions that back 
pressure in the bag is avoided. 


Atr-Conpitioninc Units—Included in 
the new home heating and air-conditioning 
line announced by Westinghouse Electric 
& Manufacturing Company, East Pitts- 
burgh, Pa., is the “Unitaire” model pic- 
tured. A self-contained unit, this model 
has a 15-ton capacity—said to be the 
largest to date in “package” form—and 
takes up floor space of only 2 ft. 10 in. by 
6 ft. 6 in. and is 5 ft. 4 in. high. It is 
designed only for summer air condi- 
tioning; other models range from 1 to 15 
tons. 


Rapio INTERFERENCE INSTRUMENT—Se- 
lection of circuits to stop radio noise from 
electrical apparatus is facilitated by the 
Model F-8 “Filterette Selector” brought 
out by Tobe Deutschmann Corporation, 
Canton, Mass. Instrument contains five 
types of the company’s “Filterettes,” so 
connected to a rotary switch that the de- 
sired interference eliminating circuit may 


Air-Conditioning Unit 


Small Power Motor 


be inserted between the power line and 
electrical equipment or radio receiver. It 
has a standard attachment cord, plug and 
receptacle and a set of clip lead adapters 
for connection to BX- or conduit-wired 
equipment and circuits. 


SaFety Switcues—New 30-amp. safety 
switches are front operated; the handle 
is pushed in to the “off” position, pulled 
out to “in.” They are offered by the 
Wadsworth Electric Manufacturing Com- 
pany, Inc., Covington, Ky., as their “500 
Series,” with or without bakelite dead 
front. As an added safety feature, it is said 
that accidentally brushing against the 
handle will not throw switch in “on” posi- 
tion. 


Sicn TrRANSFORMER—Both a cylindrical 
transformer core and a framework of metal 
tubing for the support of the luminous 
tubes are incorporated in “Sign-Former,” 
announced by Sola Electric Company, Chi- 
cago, Ill. This construction permits com- 
plete sign assembly before shipment and 
the user can install it simply by plugging 
it into the electrical outlet. Developed 
chiefly for use with neon tubing, it is also 
applicable to fluorescent. Combination is 
said to be compact enough to be slipped 
between venetian blinds and the window. 


Farm Yarp Licut—Goodrich Electric 
Company, Chicago, IIl., has brought out 
an improved farm yard light for use 
around barns, cribs, outbuildings and other 
farm areas; it has been designed to pro- 
vide greater clearance for close mounting 
above outswinging doors. Equipped with 
a 14-in. porcelain enameled reflector of 
the shallow dome type, its design allows 
complete “take apart” of hood, socket and 
reflector without the use of tools. Resilient 
socket cushions lamp against vibration. 


Fluorescent Fixture 





Furnace Cleaner 
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Proposes Split in Common 


FPC has announced its receipt of an 
application by the Otter Tail Power 
Company, Fergus Falls, Minn., seeking 
authority to issue four shares of special 
common stock of $1 per share par 
value for each share of the company’s 
special common stock without par 
value now outstanding and four shares 
of founders common stock of $1 per 
share par value for each share of the 
company’s founders common stock 
without par value outstanding. The 
proposal is to be accomplished by an 
amendment to the company’s articles 
of incorporation, pursuant to a resolu- 
tion adopted November 10, 1938, by 
holders of the present special common 
and founders common shares. 


Seeks El Paso Properties 
Mayor M. A. Harlan of El Paso, Tex., 


has informed the City Commission that 
he favors making application to the 
PWA or the RFC for a loan of $15,- 
000,000 to finance the purchase of the 
properties of the E] Paso Electric Com- 
pany. The system would be used for 
distribution of power from the hydro- 
electric plant at the Elephant Butte 
Dam. He has proposed that municipal 
revenue bonds be issue to secure pay- 
ment of the loan. 


Noranda Contract Let 


Maurice Duplessis, Premier of the 
Province of Quebec, has announced 
that the government, after conferring 
with S. A. Baulne, president of the 
National Syndicate of Electricity, had 
settled the details of the creation of the 
new provincially owned electric plant 
of Noranda in the Temiscaming dis- 
trict. The contract had been granted, 
he said, to the Dufresne Construction 
Company, which will act as agent of 
the province as regards the construc- 
tion of the plant, the dam and the 
transmission lines, which will distribute 
electricity to such companies as the 
Noranda and the Siscoe’ mining 
corporations. 


New Adequately 
Wired Homes 


Additional “first” completely certi- 
fied adequately wired homes have been 
completed recently in Birmingham, 
Ala., where the Birmingham Electrical 
League operates; in Charlotte, N. C., 
where the Charlotte Adequate Wiring 
Bureau certifies, and in Salt Lake City, 
Utah, where the certification is car- 


ried on by the Electrical League of 
Utah. 
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OrLanpo, Fia.—Florida Public Service 
Company plans expansion and improve- 
ments in steam-electric generating station 
at Avon Park, including installation of 
additional equipment. Also will make im- 
provements in steam department at Benson 
Springs generating plant. Extensions will 
be made in 66,000-volt transmission lines, 
to connect with high-tension system of 
Tampa Electric Company, Tampa, Fila. 
Work noted will be carried out early in 
1939 and will be part of expansion program 
for that year. 


Detroit, Micu.—Hinde & Dauch Paper 
Company, Sandusky, Ohio, plans installa- 
tion of motors and controls, conveyors, elec- 
tric hoists, loaders and other equipment in 
new one-story corrugated fibre box and 
container plant, 200 x 510 ft., at West Chi- 
cago Avenue and Pennsylvania Railroad, 
Detroit, where site has been acquired. Also 
will install transformers, switchgear and 
other power substation apparatus. New 
plant is scheduled for completion next 


spring. Cost about $500,000. 


Burnet, Tex.—Lower Colorado River 
Authority, Austin, Tex., Clarence Mc- 
Donough, general manager, has authorized 
surveys for new trnasmission line from 
hydroelectric power development at Bu- 
chanan Dam to Burnet, Johnson City, Mar- 
ble Falls, Lampasas and Blanco, where 
power will be made available to munici- 
palities in the future. Also plans power 
substations for step-down service in the 
different communities noted. Surveys also 
have been ordered from _ hydroelectric 
power station at Marshall Ford Dam to 
Georgetown, San Marcos and vicinity, with 
installation of power substations for termi- 
nal service. Project will total over 150 
miles of lines and will be carried out early 
in 1939. Financing has been arranged. 


Cincinnati, Onto—Hilton-Davis Chemi- 
cal Company, Langdon Road and Pennsy]l- 
vania Railroad, manufacturer of industrial 
and other chemicals, plans installation of 
motors and controls, regulators, conveyors 
and other equipment in connection with a 
1939 expansion and improvement program 
at plant, to include new buildings and in- 
stallation of machinery for large increased 
production. Cost estimated close to $900,- 
000. A. B. Davis is president. 


Anita, ITowa—Has plans maturing for 
new municipal electric power plant and 
electrical distribution system. Bond issue of 
$111,000 has been approved and further 
fund of $49,500 is being secured through 
federal grant. Young & Stanley, Inc., 
Muscatine, Iowa, is consulting engineer. 


Excin, Tex.—Has plans in progress for 
new municipal electrical distribution sys- 
tem, including transmission line for connec- 
tion with new high-tension system of Lower 
Colorado River Authority, from which 
power will be secured, and power substa- 
tion at municipal limits for step-down and 
distribution service. Bond issue of $180,000 
has been authorized. Doak Rainey, Austin, 
Tex., is consulting engineer. 


Jortin, Mo.—Empire District Electric 
Company plans rebuilding of portion of lo- 
cal power substation, recently damaged by 
fire, caused by an explosion. An official 
estimate of loss has not been announced. 


Cuero, Tex.—Has plans maturing for 
new municipal electrical distributing sys- 
tem. Cost over $200,000. Bond issue is being 
arranged, with remainder of fund to be 
secured through Federal grant. Garrett En- 
gineering Company, 308 Hughes Street, 
Houston, Tex., is consulting engineer. 


OrpeRVILLE, Utan—Garkane Power 
Company, Orderville (Kane County), has 
plans for new electric power plant. Fund 
of $177,000 has been arranged through 
Federal aid for generating station and 
primary and secondary lines in parts o 
Kane and Garfield Counties. Work is 
scheduled to begin before close of year. 


Lutinc, Tex.—Has approved bond issue 
of $65,000 and will arrange for Federal 
grant to make total fund of $117,000 for 
new municipal electrical distribution sys- 
tem. Homer Trimble, 605 Bellevue Place, 
Austin,Tex., is consulting engineer. 


Danvit_E, Va.—Plans installation of new 
floodlights and accessories, boundary light- 
ing system and other night-lighting facili- 
ties at municipal airport, where expansion 
and improvements will be carried out to 
cost approximately $600,000. Also will in- 
stall motors and controls, and other elec- 
trical equipment for industrial and oper- 
ating service in three new hangar units and 
other structures. Financing is being ar- 
ranged. C. L. Scott is engineer. 


Weston, Mo.—Has authorized an im- 
mediate call for bids for new municipal 
electric power plant, including equipment. 
An electrical distributing system will be 
installed. Financing has been arranged 
through federal aid. E. T. Archer & Com- 
pany, New England Building, Kansas City, 
Mo., are consulting engineers. 


Irnaca, N. Y.—New York State Electric 
& Gas Corporation plans expansion and im- 
provements in plants and system, including 
transmission and distributing lines, power 
substations and other operating structures. 
Also will make extensions in rural electric 
lines in different districts. Fund of about 
$881,000 is being arranged for program 
through bond issue, with work scheduled to 
be carried out in 1939, 


FREDERICKSBURG, TEx.—Is completing 
plans and will make early call for bids for 
new municipal electrical distributing sys- 
tem, securing power supply from new high- 
tension system of Lower Colorado River 
Authority. A transmission line will be built 
from municipality to connection with lines 
noted, and new power substation built at 
city Imiits for step-down service and distri- 
bution. Cost about $155,000, of which 
$100,000 will be a bond issue, recently ap- 
proved, and remainder of fund secured 
through federal aid. Joseph E. Ward, Har- 
vey-Snider Building, Wichita Falls, Tex.. is 
consulting enginéer. 
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